HOTEL LINCOLN 

Facing Lincoln Park and Lake Michigan 
1800 N. LINCOLN AVE. - MO 4-3040 
CHICAGO 14, ILLINOIS 
12 Story — 300 Fireproof Rooms 

Each Equipped with Tile Tub and Shower Bath 
Daily — Weekly — Monthly Rates 
Suites Available — Special Family Rates 
Free Parking 


PLACE 

STAMP 

HERE 



HOTEL LINCOLN 


■M 


y§ 

-. 








CLARK, WELLS AND LINCOLN AVENUE — CHICAGO 














